Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 3/30/2010 1:59:07 PM 

To: Salem, Sharon (DPH) [Sharon.Salem@state.ma.us] 

CC: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: Morrill I 

Attachments: A-120 FLOOR PLAN.PDF 

Sharon, 

How about tomorrow around 1:30? Does that interfere with your lunch? If so we can make it later. Please let me know 
where you would like to meet. I have attached the latest plan for you to draw on. 

Thanks, 

Stephen 


Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 

From: Salem, Sharon (DPH) [mailto:Sharon.Salem@state.ma.us] 
Sent: Tuesday, March 30, 2010 9:47 AM 
To: Lobik Stephen 
Subject: RE: Morrill I 

Stephen, 

Any of those afternoons is fine with me. I am here until 4:30. 
Sharon 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 
Sent: Tuesday, March 30, 2010 8:21 AM 
To: Salem, Sharon (DPH) 

Subject: Morrill I 


Hi Sharon, 

I have an updated plan showing revisions to the wall layout in your area of Morrill. I know this differs from 
what you would like. I'd like to meet with you to go over the plan and make the changes you would like. Once 
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that has been done Eric will come back and start to layout furniture. Today, tomorrow and Thursday my 
afternoons are pretty open. Let me know what works for you. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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